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Zinclosure (A) consists of a sketch of the antiaircraft defense of the Fetesti- — > 
Cernavoda railroad to which the following legend applies: 


fwo antiaircraft artillery batterles--guns of 37.5 mm caliber. Each battery is 
composed of six guns and one telemeter. The artillery pieces are placed on both 
sides of the bridge over the Borcea, 


Two antiaircraft batteries, composed of six guns of 37.5 mm caliber, They are 
located east of the bridge which crosses the Borcea. Each battery is provided with 
one telemeter. East.of the Borcea bridge there is also an emmumition depot, A 
barrack used as dormitory for the troops is also located east of the Borces, bridge. 


One battery composed of seven antiaircraft guns, 75 mm in caliber, and one telemeter,. 
The battery is installed in the rear of the Ovidiu railraod station, 


Antiaircraft battery, composed of six guns, 75 mm caliber, and one telemeter. It is 
installed in front of the bridge which goes over the Ezerul Mare. : 

Battery composed of six guns, 75 mm caliber, and one telemeter, It is located on the 
other side of the bridge which crosses the Ezerul Mare. : 

Antilaircraft artillery battery, composed of seven guns, 75 mm caliber and one telemeter. 


Battery of antiaircraft artillery, composed of six guns, 37.5 mm caliber, and one tele- 
meter. It is located west of the Inginer Saligny bridge. 


Battery of “six splat saad. 37.5 mm caliber, and one telemeter, located west of 
the Inginer Saligny bridge ae 


ENCLOSURE (A): Sketch Showing the Antiacraft Defense of the Petesti-Cernavoda Railroad 
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